DOCKETED ITEMS     105
-8503190437 Affidavit of L Kinney supporting JL McDerrnott & TJ O'Neill 840731 petition re charges of matl false statements by util in response to Allegations JIR 75-78 & 80. KINNEY.L Government Accountability Project. 85/03/04. 3pp. 29408:056-29408:058.
-8503190447 Affidavit of A Jackson supporting JL McDerrnott & TJ O'Neill 840731 petition re technical & safety significance of issues raised in 841115 affidavit re FLUD computer program.Errors in program may lead to 100% inaccurate predictions. JACKSON.A.   Government   Accountability   Project.   85/03/05.   8pp.    29408:059-29408:066.
-8503190452 Affidavit of JL McDerrnott supporting JL McDerrnott & TJ O'Neill 840731 petition re NRC mishandling of previous allegations.Fifteen new allegations listed. MCDERMOTT.J.L Government Accountability Project. 85/01/21.  5pp. 29408:067-29408:071.
-8503190472 Affidavit of TJ O'Neill supporting JL McDerrnott & TJ O'Neill 840731 petition re matl licensing issues resolved by NRC on basis of false statements & omissions.Failure of Diablo Canyon allegation mgt program described.New info encl. O'NEILLJJ. Government Accountability Project. 85/02/22. 51 pp. 29408:072-29408:122.
-8503190481 Affidavit of CC Stokes supporting JL McDerrnott & TJ O'Neill 840731 petition re failure of NRC to honor rules of allegation mgt program & matl false statements by util in response to previous allegations.
STOKES.C.C. Government Accountability Project. 85/01/18. 2pp. 29408:123-29408:124.
-8503190487 Affidavit of MC Thompson supporting JL McDerrnott & TJ O'Neill 840731 petition re addl concerns on issues examined in 850108 interview.Supporting documentation encl.
THOMPSON.M.C. Government Accountability Project. 85/01/23. 162pp. 29408:125-29408:284.
8503200157 Forwards Suffolk County & State of NY 850312 reply memorandum.per ASLB 850305 order.Affidavit of JL Monteith, PC Roberts.P McGuire.MJ Turano & TP Compitello.attached to memorandum.also encl.W/o encl. MILLER.M.S. Kirkpatrick & Lockhart. #185 137. 85/03/15.
KELLY.J.L, BRIGHT.G.O., JOHNSON.E.B. Atomic Safety and Licensing Board Panel. 1p. 29431:011-29431:011.
8503220240 Clarification of Northern California Power Agency & members as to status of petition for institution of proceeding to enforce & modify license conditions.Commission should issue formal notice of violation.Certificate of Svc encl. MCDIARMID.R.C., FINKELSTEIN.B. California, State of, Northern California Power Agency. DAVIDSON.D.I. Spiegel & McDiarmid. #185 182. 85/03/19. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 14pp. 29475:194-29475:207.
8503270686 Order extending time until 850426 for Commission to act to review ALAB-782.Served on 850326.
CHILK.SJ. Office of the Secretary of the Commission. #185 255. 85/03/25. Commissioners. 1p. 29529:332-29529:332.
I. Financial information
8503040344 Forwards table listing radiological pollution control facilities & descriptions from amend applications.Addl info re 841030 & 850123 submittals re facility pollution control & solid waste disposal sys encl.
SHIFFER.J.D. Pacific Gas & Electric Co. 85/02/28. KNIGHTON.G.W. Licensing Branch 3. 8pp. 29180:346-29180:353.
M. Antitrust correspondence
8503220240 Clarification of Northern California Power Agency & members as to status of petition for institution of proceeding to enforce & modify license conditions.Commission should issue formal notice of violation.Certificate of Svc encl. MCDIARMID.R.C., DAVIDSON.D.I. California, State of, Northern California Power Agency. MCDIARMID.R.C. Spiegel & McDiarmid. #185 182, 85/03/19. DENTON,H.R. Office of Nuclear Reactor Regulation, Director. 14pp. 29475:194-29475:207.
Q. Inspection reports, IE Bulletins & correspondence
8503060764 Forwards Insp Repts 50-275/85-03 & 50-323/85-05 on 850114-18 & 28-0201.No violations noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/13, SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 29252:305-29252:312.
-8503060775 Insp Repts 50-275/85-03 & 50-323/85-05 on 850114-18 & 28-0201 .No noncompliance  noted.Major areas inspected:  seismically  induced sys interaction program.Unit 2 internal review program & followup on IE bulletins & circulars. CROWLEY.T.F., DODDS.RT. Region 5, Office of Director. 85/02/13. 6pp. 29252:307-29252:312.
8503180327 Forwards "Inservice Insp & Testing Program.First 10-Yr Insp Interval." Plan includes identification of each AS ME Code Class 1-3 component & sys subj to insp & requests for relief from code requirements.where applicable.
SHIFFER.J.D. Pacific Gas & Electric Co, 85/02/22. KNIGHTON.G.W. Licensing Branch 3. 1p. 29386:303-29387:286.
-8503180330 "Inservice Insp & Testing Program Plan.First 10-Yr Insp Interval." HILL.J.E., ANGUS.MJ., FRANKS.O.K. Pacific Gas & Electric Co. 84/12/06. 343pp. 29386:304-29387:286.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103), 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division cf Ernergercv Preparedness & Engineering Response (Post 830103). 85/03/04. Corsoiidauc i-dison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503270565 Forwards Insp Repts 50-275/85-05 & 50-323/85-06 on 850121-25 & notice of violation.
KIRSCH.D.F. Region 5, Office of Director. 85/03/05. SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 29528:128-29528:139.
-8503270568 Notice of violation from insp on 850121-25. YOUNG,T. Region 5, Office of Director. 85/03/05. 2pp, 29528:130-29528:131.
-8503270572 Insp Repts 50-275/85-05 & 50-323/85-06 on 850121-25. Violation noted:no washer installed under bolt attaching S-6 brace to unistrut support as required by installation drawing.
QUALLS.P., BURDOIN.J., YOUNG.T. Region 5, Office of Director. 85/02/27. 8pp. 29528:132-29528:139.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503120374 Forwards listed info in response to Allegations 389 & 390 re installation/ insp of caissons & turbine bldg pedestal anchors for installation in sandstone bedrock. SHIFFER.J.D. Pacific Gas & Electric Co. 85/03/07. KNIGHTON.G.W, Licensing Branch 3. 62pp. 29315:136-29315:197.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019. "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings. Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503190385 Forwards Insp Repts 50-323/85-01 & 70-2375/85-01 on 850122-25,0211 & 15.No violations noted.
MONTGOMERY.J.L Region 5, Office of Director. 85/03/13. SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 29408:333-29408:333.
-8503190398 Insp Repts 50-323/85-01 & 70-2375/85-01 on 850122-25,0211 & 15.NO violations noted. Major areas inspected:matl control & accounting safeguards for power reactor & followup of nonroutine eventDetails withheld (ref 10CFR2.790). NELSON.G.B.. WIEDER.A.V., SCHUSTER.M.D. Region 5, Office of Director. 85/03/ 12. 2pp. 29408:334-29408:334.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
S. Reportable occurrences, LERs & related correspondence
8503070173 Ro:on 850213,steam line high delta-pressure safety injection signal received.Safety injection signal caused ECCS to initiate & discharge to RCS.Cause under investigation.
THORNBERRY.R.C. Pacific Gas & Electric Co. 85/02/13. BRIAM.W. San Luis Obispo, CA. 2pp. 29267:198-29267:199.
8503150170 Final deficiency rept re cracks in welds on pipe rupture restraints made by Pullman Power Products.Unacceptable welds repaired or modified. SHIFFER.J. Pacific Gas & Electric Co. 85/02/22. MARTIN.J. Region 5, Office of Director. 2pp. 29393:031-29393:032.
V. Operator Examinations
8503280592 Forwards matl re simulator initial conditions & malfunctions to aid in preparing for initial senior reactor operator license & certification exams to be administered in Jan 1985.Related correspondence.
SHIFFER.J.D. Pacific Gas & Electric Co. #185 410. 84/11/29. PATE.R.J., ELIN.J. Region 5, Office of Director. 1p. 29563:054-29563:064.
8503280614 Responds to 841126 telcon re observation training for D Barkley.Remaining 4 wks of required 12-wk observation time should be waived Related correspondence.
SHIFFER.J.D. Philadelphia Electric Co. #185 409. 84/11 /29. PATE.R.J., ELIN.J. Region 5, Office of Director. 1p. 29563:052-29563:052.
8503280678 Requests issuance of dual operating licenses to all Unit 1 licensed personnel upon successful completion of unit differences exam & recognition as multi-unit licensed plant.Related correspondence. SHIFFER.J.D. Pacific Gas & Electric Co. #185 265. 85/01/21. MARTIN.J.B.. ELIN.J. Region 5, Office of Director. 1p. 29563:001-29563:001.
8503190489 Informs that operator & senior operator written exams scheduled for 850521.Oral exams scheduled for 850522-24,30 & 31.Approved ref matl listed in Encl 1 must be submitted by 850320.Requirements for conducting exam also encl.W/o encts.
PATE.R.J. Region 5, Office of Director. 85/03/13. SHIFFER.J.D. Pacific Gas & Electric Co. 2pp... 29407:110-29407:111.ability Project. 85/01/23. 39pp. 29408:013-29408:051.
